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The difference in the character of the currents before and after ebullition are shown in the annexed figures. These may be well observed in a glass vessel, of the shape here indicated, and about 4 or 5 inches wide, suspended over the flame of an Argand burner. Pig. 80 represents the uniform
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motion which takes place lefore ebullition. Eig. 81 represents the water after ebullition in its descending and revolving currents, forcing the rising columns of steam aside from their vertical course, as marked by the arrows. These-motions, which are not perceptible if the water be free from foreign matter, will be seen on throwing in a great number of